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¥ 1935, “ ” 
” ” 1936, am ™ November 

are available at the price of I0s. 6d. each. 


December 


The stock of back copies prior to 
q 1928 is very limited. Particulars 


and prices of copies still available 
will be furnished on application. 





Applications should be addressed to :— 


THE ILLUMINATING ENGINEERING 
PUBLISHING COMPANY LTD. 
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uniform price of Is. each, on request. 
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